Polisposs 


geprüfte 
Sicherheit, 


EN 14344 
„Bilby” child bike seat 
« TÜV/GS geprüft, entspricht EN 14344, « tested by the TÜV/GS quality certification bodies, complies with EN 14344, 
« für Kinder von 9 - 22 kg Körpergewicht « for children with a body weight of 9 - 22 kg 
« verstellbare Fußstützen mit Fuß-Haltegurten « adjustable footrests with foot straps 
« bis zu 20 Grad einstellb. Sitzwinkel für mehr Fahrkomfort « seat angle can be adjusted by up to 20 degrees for increased passenger comfort 
« speziell geformtes Kopfteil für Nutzung mit Fahrradhelm « specially moulded headrest for use with cycle helmets 
« ergonomische Sitzschale mit großem Sitzpolster « ergonomic seat shell with large seat cushion 
« verstellbarer 5-Punkt Sicherheitsgurt « adjustable 5 point safety harness 
« Quick-Release-Halterung « quick release attachment 
« passend für alle gängigen Rahmenformen « suitable for all currently available frame types 
mit Rohrdurchmesser von 28 - 40 mm « with a tubing diameter of 28 - 40 mm 
# 610 057 01 VE = 4 Stück # 610 057 01 Unit = 4 pieces 


Polisport Pedro e Paulo Araujo Plasticos, SA, Portugal ist Lizenzinhaber aller aufgeführten TÜV GS Zeichen der Polisport Artikel. 


www.pointbike.de 


